The Turn Of The Century Electrotherapy Museum 


http://www.electrotherapymuseum.com 


What's New in 2012... 
Part F 





Last Updated: Monday 03 November 2012, 08:06:00 EST 


An Introduction To The Turn Of The Century Electrotherapy Museum 


The TRUTH about FREE ENERGY 
http://www.youtube.com/watch?v=78ZTZ2HM-SI 


(== High Definition video showing how to tune Tesla Coils and Pancake Coils 


High Definition video showing the Mcintosh Electric Corporation "HOGAN" 





High Definition video showing the Mcintosh Electric Corporation "HOGAN", Extended Version 


McIntosh Battery & Optic Company Atkinson Static Machine - High Resolution Sparks! 


Click here to see Youtube video: http://www.youtube.com/watch?v=xsw2WUo028DA 


-q 24 Minute High Definition video: Three Pre-1910 Portable Tesla Coils 


http://www.youtube.com/watch?v=mbXHDprnk9c 


24 Minute High Definition Video: Late 1600's - Early 1900's 
i Static Electric Machines 


Pilsner Urquell and Paint 
http://www.youtube.com/watch?v=5FIT7nmsk-Y 


Jeff Behary painting Mountains and Trees (25 Min) 
http://www.youtube.com/watch?v=9lGesyY Toho 


Dan Cuscela's X-Ray Viewer 


~ —*= Quantumeter by Hunter 


Featured Collector: Daniel Cuscela 


= ‘ Calbro Magnowave "Radionics" Device 
m Featured Collector: Daniel Cuscela 





Radionics Electrodes 
Featured Collector: Daniel Cuscela 


Amazing Radionics Paperwork 
Featured Collector: Daniel Cuscela 


Elihu Thomson Ammeter 
Generously donated by Daniel Cuscela 


Catalogue and Price List of X-Ray Supplies 
Williams, Brown, & Earle Philadelphia 
Generously donated by Bill Wysock 





H. G. Fischer X-Ray Spark Meter 
Generously donated by Bill Wysock 


Jewell Standard AC Ammeter 
Generously donated by Bill Wysock 


High Tension Co. High Frequecy Milliampere Meter 1 
Generously donated by Bill Wysock 


High Tension Co. High Frequency Milliampere Meter 2 
Generously donated by Bill Wysock 


Mcintosh Electric Corporation "Hogan" Milliampere Meter 
Generously donated by Bill Wysock 


H. G. Fischer Diathermy Milliampere Meter 
Generously donated by Bill Wysock 


Victor (General Electric) DC Voltmeter 
Generously donated by Bill Wysock 


Jewell Thermocouple Type Radio Frequency Ammeter 
Generously donated by Bill Wysock 


) Weston Signal Corp Type DC Voltmeter 
Generously donated by Bill Wysock 


Jewell DC Milliampere Meter 


Hangable Leyden Jar or Leyden Phial 


Replica Dr. Frederick Finch Strong Electrode Handle with Effluve Disks 
| to offer resistance from Kinraide Coil discharge... 


_. Weber Wall Mount Dental X-Ray Machine 


Edwards Instrument Corp X-Ray - High Definition Video 
j http://www.youtube.com/watch?v= oaXJJODoX0 


Edwards X-Ray High Resolution Sparks 


Violet Ray / Violet Wand Condenser Plasma Globe Electrode 


Baby Tiny Tesla Oudin Coil 


Victor Snook Polarity Indicator Meter 
Featured Collector Daniel Cuscela 





Nifty Electric Stamp 
Featured Collector Daniel Cuscela 


The Mcintosh Polysine Generator 
Featured Collector Daniel Cuscela 


Instructions for Mcintosh Polysine Generator 
Featured Collector Daniel Cuscela 


Grenet Cell, Nairne Static Machine, Scottish Induction Coil, and Unusual Crookes / X-Ray Tubes 
Featured Collector Andy Barr 


GE Inductotherm Short Wave Diathermy 
Photos from Collin 


Leyden Battery, Common Machine, and more 
treasures of Andy Barr 


Baby Conical Tesla Coil 


Functional Baby Conical Tesla Coils 


Experimental and Bipolar Baby Conical Tesla Coils 





Corrosion Acceleration using Tesla 
Phantom Streams... 


: _ European Style Globe Static Electric Machine 
von Guericke / Haukebee style 








Baby Tesla Conical Coil 


UV Photography: Frank S Betz 24 Plate Toepler Holtz Machine 


UV Photography: Effluve Disks 


UV Photography: Phantom Streams 


High Tension Kicking Coil 1 


High Tension Kicking Coil 2 


High Tension Kicking Coil 3 


Kinraide Coil CAD Drawings, Revised 





Gallery of High Tension Kicking Coil + Micrometer Gap Closeup Arcs 


High Tension Kicking Coil with Micrometer Spark Gap Movie 
http://www.youtube.com/watch?v=HkopIWTXpNQ 


Crookes, Geissler, & X-Ray Tube Film - High Definition 
http://www.youtube.com/watch?v=0ELVvWf78-U 





Kenneth Strickfaden's 15kV 120mA Neon Transformer Jacob's Ladder 





Kenneth Strickfaden Transformer Jacob's Ladder Video: 
http://www.youtube.com/watch?v=HOL6OHXP-pg 


Testing Replica Jackson Coil Spark Gap 


Video of brief testing of Jackson Coil Gap 


High Tension Kicking Coil, Explained and Operated 
http://www.youtube.com/watch?v=SJOqOI0AJjE 


Misc. Tesla Experiments 
http://www.youtube.com/watch?v=2UiF3tlloTg 


H. G. Fischer Type H X-Ray, Low Voltage Generator, McIntosh Polysine 
http://www.youtube.com/watch?v=axXK988JCqJ0 


Winding / Making a Tesla Pancake Coil 
http://www.youtube.com/watch?v=FiCoYs-ojO0 


Threading and Winding a Cylindrical Tesla Secondary Coil 
http://www.youtube.com/watch?v=P6z9jEHOep4 
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